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confidential D/FBIS Chrono 


22 July 1985 


25X1 

25X1 


MEMORANDUM FOR: FBIS Headquarters Components 
FROM: 

Director, Foreign Broadcast Information Service 
SUBJECT: Assignments 


25X1 

25X1 

25X1 

25X1 

25X1 

25X1 

25X1 


will b e retiring at the end of August to accept 


a position in private industry 
Chief, Analysis Group, effective 3 September. 


2 . 


kill r eplace her as 


will be joining FBIS on 5 August on rotation as 

who 


Deputy Chief, Systems Development Staff, replacing 
is returning to the Office of Development and Engineering. 
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